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UNCLASSIFIED 

PAGE 01 STATE 175725 
ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO 10-14 AID-05 CEQ-01 CIAE-00 
ERDA-07 DODE-OO EB-08 EPA-04 INR-07 L-03 NSF-02 
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INT-05 /1 18 R 

DRAFTED BY NB S : WEANDRUS :B 
APPROVED BY IO/SCT: JPTREVITHICK 
EUR/SOV:MR. WINDSOR 
DESIRED DISTRIBUTION 
OES/APT/SEP 

108512 281124Z/23 

R 271750Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 175725 

E.O. 11652: N/A 

TAGS: TGEN 

SUBJECT: OIML PROGRAM OF INTERCOMPARISON TESTS OF ELECTRI- 
CAL THERMISTOR THERMOMETERS: SOVIET UNION PARTICIPATION 

1 . THE UNITED STATES IS AN ADHERENT TO THE CONVENTION ES- 
TABLISHING THE INTERNATIONAL ORGANIZATION FOR LEGAL 
METROLOGY (OIML), A 43-NATION TREATY ORGANIZATION WHICH 
DEVELOPS AND PROMULGATES INTERNATIONAL RECOMMENDATIONS 
(MODEL LAWS) RELATED TO THE LEGAL USE OF SCIENTIFIC AND 
COMMERCIAL MEASURING INSTRUMENTS. THE NATIONAL BUREAU OF 
STANDARDS (NBS) IS RESPONSIBLE FOR MANAGING UNITED STATES 
PARTICIPATION AND W.E. ANDRUS, CHIEF, OFFICE OF INTER- 
NATIONAL STANDARDS, NBS, IS THE OFFICIAL US REPRESENTATIVE. 

2. THE UNITED STATES HAS UNDERTAKEN AN OIML TECHNICAL 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 175725 

SECRETARIAT DEALING WITH ELECTRICAL THERMISTOR THERMOMETERS. 

IN SUPPORT OF THIS ACTIVITY, THE UNITED STATES INITIATED IN 
1976 A PROGRAM OF INTERCOMPARISON TESTS ON THESE THERMO- 
METERS WITH THE PTB (FEDERAL REPUBLIC OF GERMANY), NPL 
(UNITED KINGDOM) AND NRC (CANADA). THE SOVIET UNION HAS 
RECENTLY AGREED TO PARTICIPATE AND ACCORDING TO A RECENT 
TELEGRAM FROM V.A. KOUKHAR, CHIEF, OFFICE OF FOREIGN 
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RELATIONS, GOSSTANDART, MOSCOW, THE SOVIET COMPARISON WILL 
BE CARRIED OUT AT VNIIM (LENINGRAD). 

3. MR. HARDY TROLANDER. PRESIDENT OF THE YELLOW SPRINGS 
INSTRUMENT COMPANY, YELLOW SPRING, OHIO, SERVES AS TECH- 
NICAL ADVISOR FOR THIS ACTIVITY TO THE FEDERAL ADVISORY 
COMMITTEE ON INTERNATIONAL LEGAL METROLOGY AND IS THE 
US PARTICIPANT IN THE INTERCOMPARISON PROGRAM. HE WILL 
BE IN LENINGRAD 10-12 AUGUST 1977 ON RELATED BUSINESS 
MATTERS AND WISHES TO MEET WITH VNIIM OFFICIALS DURING THAT 
TIME TO DISCUSS DETAILS OF THE INTERCOMPARATIVE TESTS. 

MR. KOUKHAR HAS BEEN ASKED TO MAKE THE NECESSARY ARRANGE- 
MENTS AT VNIIM AND MR. TROLANDER WILL CONTACT MR. KOUKHAR 
WHEN HE IS IN MOSCOW 7-9 AUGUST 1977. 

4. MR. TROLANDER WILL CONTACT DR. GREENBERG IN MOSCOW AND 
WILL CONTACT MR. RUCKERT AT THE CONSULATE IN LENINGRAD TO 
DISCUSS THE LOGISTIC ARRANGEMENTS FOR CONVEYING THE 
INSTRUCTIONS AND THERMISTORS TO BE USED FOR THE TESTS WHEN 
THEY ARE CONDUCTED LATER THIS FALL. VANCE 


UNCLASSIFIED 
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TAGS: TGEN 

SUBJECT: OIML PROGRAM OF INTERCOMPARISON TESTS OF ELECTRI- 
CAL THERMISTOR THERMOMETERS: SOVIET UNION PARTICIPATION 

1 . THE UNITED STATES IS AN ADHERENT TO THE CONVENTION ES- 
TABLISHING THE INTERNATIONAL ORGANIZATION FOR LEGAL 
METROLOGY (OIML), A 43-NATION TREATY ORGANIZATION WHICH 
DEVELOPS AND PROMULGATES INTERNATIONAL RECOMMENDATIONS 
(MODEL LAWS) RELATED TO THE LEGAL USE OF SCIENTIFIC AND 
COMMERCIAL MEASURING INSTRUMENTS. THE NATIONAL BUREAU OF 
STANDARDS (NBS) IS RESPONSIBLE FOR MANAGING UNITED STATES 
PARTICIPATION AND W.E. ANDRUS, CHIEF, OFFICE OF INTER- 
NATIONAL STANDARDS, NBS, IS THE OFFICIAL US REPRESENTATIVE. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 175725 


2. THE UNITED STATES HAS UNDERTAKEN AN OIML TECHNICAL 
SECRETARIAT DEALING WITH ELECTRICAL THERMISTOR THERMOMETERS. 
IN SUPPORT OF THIS ACTIVITY, THE UNITED STATES INITIATED IN 

1976 A PROGRAM OF INTERCOMPARISON TESTS ON THESE THERMO- 
METERS WITH THE PTB (FEDERAL REPUBLIC OF GERMANY), NPL 
(UNITED KINGDOM) AND NRC (CANADA). THE SOVIET UNION HAS 
RECENTLY AGREED TO PARTICIPATE AND ACCORDING TO A RECENT 
TELEGRAM FROM V.A. KOUKHAR, CHIEF, OFFICE OF FOREIGN 
RELATIONS, GOSSTANDART, MOSCOW, THE SOVIET COMPARISON WILL 
BE CARRIED OUT AT VNIIM (LENINGRAD). 

3. MR. HARDY TROLANDER, PRESIDENT OF THE YELLOW SPRINGS 
INSTRUMENT COMPANY, YELLOW SPRING, OHIO, SERVES AS TECH- 
NICAL ADVISOR FOR THIS ACTIVITY TO THE FEDERAL ADVISORY 
COMMITTEE ON INTERNATIONAL LEGAL METROLOGY AND IS THE 
US PARTICIPANT IN THE INTERCOMPARISON PROGRAM. HE WILL 
BE IN LENINGRAD 10-12 AUGUST 1977 ON RELATED BUSINESS 
MATTERS AND WISHES TO MEET WITH VNIIM OFFICIALS DURING THAT 
TIME TO DISCUSS DETAILS OF THE INTERCOMPARATIVE TESTS. 

MR. KOUKHAR HAS BEEN ASKED TO MAKE THE NECESSARY ARRANGE- 
MENTS AT VNIIM AND MR. TROLANDER WILL CONTACT MR. KOUKHAR 
WHEN HE IS IN MOSCOW 7-9 AUGUST 1977. 

4. MR. TROLANDER WILL CONTACT DR. GREENBERG IN MOSCOW AND 
WILL CONTACT MR. RUCKERT AT THE CONSULATE IN LENINGRAD TO 
DISCUSS THE LOGISTIC ARRANGEMENTS FOR CONVEYING THE 
INSTRUCTIONS AND THERMISTORS TO BE USED FOR THE TESTS WHEN 
THEY ARE CONDUCTED LATER THIS FALL. VANCE UNQTE VANCE 


UNCLASSIFIED 
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